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MEMORANDUM FOR: Deputy for Services, HOIE/OL 


FROM: (S 

Chief, BSB/Sertrices/HOME/OL 

SUBJECT: Laying of Cornerstone and Dedication Ceremony 


The following Building Services Branch personnel were involved 

with the Cornerstone and Dedication Ceremony on 1 November 1985: 
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TO 

LOCATION 

DATE 


D/OPS/HOME/OL 
CIA Headquarters 
4 November 1985 



FROM H. L. Blank, Site Manager 

LOCATION Allied, CIA Headquarters 

SUBJECT Allied Personnel Involved in 

Cornerstone Ceremony Preparatior 


In accordance with your request, the following named Allied 
employees contributed significantly to the success of the 
cornerstone ceremony 1 November 1985. Although almost all 
Allied employees contributed to this eyent, only those whose 
efforts are worthy of special recognition are listed. 

I have also identified those few employees whose 
outstanding efforts went beyond what was expected oB them. 

Harry Lysinger, Allied Coordinator, Outstanding 

Richard Falk, Carpenter Foreman, Mason, OMtstanding 

David Bender, Cabinet Maker, Ass’t. Mason; Outstanding 

Larry Lahgdon, Grounds Foreman, Outstanding 

James Bagrowski, Carpenter, Outstanding 

Ira Cybak, Painter, Outstanding 

Robert Lewis, Plumber, Outstanding 

Michael Johnson, Lead Carpenter 
Guy Bruce, Carpenter 
Carroll Benns, Carpenter 
Wallace Moore, Carpenter 
Adger Cureton, Carpenter 
Joseph Maiolo, Carpenter 
Edward Scanlon, Carpenter 

Richard Czapp, Chief Electrician 
John Stevens, Lead Electrician 
John Johnston, Electrician 
James Pack, Electrician 
Delbert Murtland, Electrician 
Lewis Leatch, Electrician 
Ronald Durniak, Electrician 
Earl Burke, Electrician 
Charles McCarty, Electrician 
Steven Bolen, Electrician 
Mark Presgraves, Electrician 
Ollie Stone, Electrician's Helper 
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Reginald Moran, Painter 
Donald Lantzer, Painter 
Richard Brown, Painter 
Claude Allen, Painter 
Curtis Pinckney, Painter 

Carl Phillips, Plumbing Foreman 
Clayton Downs, Plumber 
Marvin Costello, Plumber 
Michael Collins, Plumber 

Larry Riley, Custodial Manager 
Ervin Stewart, Custodial Foreman ^ 

Norman Creek, Custodial Working Foreman * 
Bruce Garrptt, Lead Window Cleaner 
Brian Thompson, Window Cleaner 

Calvario Cleveland, Maintenance Mechanic 
Martin Shepp, Maintenance Mechanic 
Robert McDonald, Mechanic’s Helper 
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4 November 1985 

MEM0R/\NDUM FOR: Deputy for Services, HOME/OL 

FR(»4: I 

Chief, BSB/Services/H(>1E/0L 

SUBJECT: Laying of Cornerstone and Dedication Ceremony 

The following Building Services Branch personnel were involved 
with the Cornerstone and Dedication Ceremony on 1 November 1985: 
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